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Descriptive Catalogue of 


WATER LILIES and AQUATICS 
Everything for Your Water Garden 





Water Gardening Is the Most Fascinating Pursuit of Horticulture 


OTHING else gives greater pleasure 
and enjoyment for the same effort and 
expense; nothing else gives the artistic pos- 
sibilities in landscaping and the expression 
of individuality. 
The same artistic results and expressions 
of individuality may be obtained in a small 
garden as well as on a large estate. 


For your complete satisfaction, we are 
listing only the best and most easily grown 
water-lilies and aquatic plants. In our doing 
this you shall be assured of receiving the 


most suitable and satisfactory material 
available for water gardening. 


Our low prices are as low as any respon- 
sible grower may make them and still re- 
tain a high standard of quality. On our 
order sheet you shall find attractive collec- 
tions especially low priced. 


The best of quality is an obsession with 
us. Every customer must be satisfied. On 
the succeeding pages are reprinted a few 
of the many letters we have received from 
satisfied customers testifying to this fact. 
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OUR*NEW AND DIFFERENT CATALOG 


The following pages contain a complete description of all of 
our merchandise. Each item is numbered and corresponds with 
the number, name, and price of the item on the order blank. 


When ordering, it is necessary to fill in only the quantity— 
total price—and total amount on the order blank. 


We feel sure you shall appreciate this convenient way of 
ordering, as it simplifies making up the order and minimizes 
mistakes and misunderstandings. 

With each order shipped to you we will include additional 
order blanks. Also, we will be glad to send you, upon request, 
any amount of order blanks you may desire. 
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PERENNIAL (Hardy) WATER-LILIES 


We have painstakingly selected what we consider the best colors and most popular priced perennial water- 
lilies. They combine the qualities of prolific blooms and sturdy growth as well as lovely flowers. The flowers 
include a wide variety of colors such as —rich reds, beautiful whites, shell pinks to deep rose, yellow, and 
orange or sunset. 

All perennial water-lilies are equally at home in large or small, natural or concrete pools, half barrels, or 
tubs. Little care or experience is necessary to grow water-lilies—just keep the roots from freezing, give them sun- 
light, rich soil, warm and shallow water, and they will delight you with abundant flowers and luxuriant growth 
year after year. 


Red and Vermilion Shades 


1. GLORIOSA. The most outstanding red flower of all times, and 
the most free flowering of the perennial water-lilies. The 
flowers are from 4 to 6 inches in diameter, and they are a deep 
carmine rose color which becomes deep red with age. They 


10. 


ROSE AREY. One of the most desirable pink lilies of the Odo- 
rata type. It is free flowering, of strong growth, and very 
fragrant. The flowers are large, up to 8 inches in diameter, 
and their color is a deep cerise pink. This plant is not recom- 
mended for a small pool or small soil container. 


are also very symmetrical, full-petaled and fragrant. This lily 11,MORNING GLORY. It has an abundant amount of beautiful, 
is the best of its class for all purposes. A medium-sized plant soft pink, fragrant flowers with yellow stamens. 
which is well suited for small pools. 
2. ATTRACTION. It has an immense flower which, under favor- Yellow Shades 
able conditions, becomes 8 inches in diameter. On first opening, 
the flowers are a garnet red with almost white sepals and 12. CHROMATELLA. This is one of our best sellers as it is the 


yellow stamens lightly touched with mahogany. As the flowers 
age, the color deepens to a dark red, and the sepals become 
streaked with garnet. 


3. JAMES BRYDON. This is a superb variety, and it is very free 
flowering. The flowets are from 5 to 6 inches in diameter; the 
petals are broad, concave, and incurving giving the flower a 
fine cup-shape. The color is a rich crimson with a silvery sheen 
on the back of the petals. 


White Colors 


4, GONNERE. An exceedingly double, crystal white flower with 
canary yellow stamens. The flowers give the effect of huge, white 
snowballs lying between the green foliage in the pool. This is 
a moderate sized plant which is free flowering once it becomes 
established. 


5. GLADSTONE, A beautiful, large, cup-shaped, pure white flower 
with golden yellow stamens. It is a strong grower, and it re- 
quires plenty of space for its best development. 


6. MARLIAC WHITE. A well known European lily of vigorous 
growth and medium size. It has snow-white flowers with light 


finest hardy yellow lily in cultivation. It has charming, canary 
yellow flowers, from 4 to 6 inches in diameter, with bright yel- 
low stamens. The leaves are beautifully mottled with brown. 
This plant is well suited for a small pool. 


. SUNRISE. A superb yellow flower which is one of the first to 


open in the morning. It produces very large blooms profusely 
from early spring to late fall. The petals are clear sulphur 
yellow, and they are long and narrow with curved sides and 
crinkled tops. The flower gives the appearance of a giant 
Chrysanthemum. This plant does well in deep water and does 
not mind crowding. Because of its large size it should be 
planted in large soil containers and in good size pools. 


. YELLOW PIGMY. It has rich golden yellow flowers, 1 to 2 


inches in diameter, which float on the surface. The leaves are 
very small, beautifully mottled with brown spots, and they are 
a reddish green color on the underside. This is one of the few 
water-lilies that can be grown in just a flower pot; hence, it is 
very suitable for miniature pools. 


Changeable Colors 


yellow stamens, and the sepals are tinted with pink. The flowers 15. PAUL HARIOT. A large, cup-shaped, light yellow flower which 
are large, fragrant, and prolific. is shaded with a coppery red and is free blooming. On the 
‘ : f first day the petals are clear yellow; on the second day they 
7. ODORATA GIGANTEA. A native of this country; it has large, : : 

pure white flowers. The pads are large and re green with saat gk! pink; a the following day they deepen = almost 
a reddish tint on the underside. It is not suitable for small tubes Senn pee pe pon oan Pere Sr ee Ae eae 

De loo etctiete of its large leaf spread. It is excel- either largelor small pools. 
Pink Shades 16. COMANCHE. On opening, the large flower of this plant is a 


8. SUMPTUOSA. This lily has a most beautiful, large, cup-shaped, 
fragrant flower which is very double and symmetrical. The 
center petals are a deep rosy pink, but the petals gradually 
lighten in color toward the outside of the flower. The stamens 
are an orange shade thus creating a most pleasing color effect. 


9.MARLIAC ROSE. The flowers are large and fragrant. The 


petals are deep pink at the center shading to a delicate rose 
at the tips. It is excellent as a cut flower as its waxy blossoms 
last several days. 


rich apricot color later changing to deep coppery bronze 
streaked with glowing red. The foliage is an attractive olive 
green flecked with brown. A good size pool and soil container 
are necessary for this lusty grower. 


. AURORA. This plant produces flowers of a soft rosy yellow, 


when it first opens, which changes to deep red as the flower 
ages. It is not a very large plant, and, therefore, it is well 
adapted for small pools. It could be listed as a Pigmy Lily and 
can be grown in a flower pot in a small pool. 
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ANNUAL (Tropical) WATER-LILIES 


Eventually you shall include annual water-lilies in your collection — why not this year? No pool is complete 
without at least one. 

Annual lilies produce many more and larger flowers than the perennial lilies do. It is not uncommon for 
one plant to throw up four or five flowers at one time. 

Planted in large soil containers they grow many times the size of perennial lilies. For small pools, we 
recommend planting in smaller soil containers so as to produce smaller plants and flowers. They will bloom as 
profusely in a small soil container as they do in a large soil container. 

Our annual lilies are grown in five inch pots; therefore, they are well established and vigorous plants 
when shipped to you, and they are guaranteed to grow. 

Annual lilies should not be planted outdoors until June or until the weather has become settled and warm. 


DAY BLOOMING ANNUALS 


Blue Colors 24.GENERAL PERSHING. It has large, full-petalled, delightfully 

( fragrant, clear pink flowers which open early in the morning. 

18. BLUE BEAUTY (Pennsylvania). A Blue Beauty, to be sure — the This outstanding lily is a compact grower and a very prolific 
best of them all. The flowers are a rich blue color, and they bloomer. 

arta Gee peer g ae ea emcee ee 25. MRS. C. W. WARD. This lily, an old hybrid, is hard to beat. 

Avie ph bit Raion ones nee an es Sane ne feed It has pointed, rose pink petals and a profusion of large, golden 

It fl 9g ti eee ae th P His f . stamens. It is a large plant, and it holds its many, fragrant 

owers continuously from early in the season until frost. flowers high above the water. 


This is our best selling annual lily. 
26. CASTALIFLORA. A medium sized plant with numerous, fra- 
19.HENRY SHAW. It has Campanula blue flowers with lemon- grant, bright pink flowers. 


chrome tipped stamens. The flowers are fragrant and freely ae . i 

produced. This plant is of moderate growth; therefore, it is 27. WILD ROSE, A new viviparous hybrid. Its golden colored, pink 

suitable for small or medium sized pools. tipped stamens are very numerous and are surrounded by 
yellow and pale pink petals. Wild Rose is a very appropriate 


20. MRS. EDWARD WHITAKER. A plant of great size; it has very name for this fragrant flower. 
large, fragrant flowers which are produced in abundance. The 
color of the flower is lavender blue — slightly bleaching as the White Color 


flower ages. 
28. MRS. GEO. H. PRING. It has large, fragrant, pure white flowers 


Purple Colors with canary yellow, white tipped stamens. It is excellent when 
; planted alone in a formal setting; it also goes well with any 
21. DIRECTOR GEORGE De MOORE. A new hybrid of great promise. color combination. 


The pads and flowers of this lily are small but very numerous; 
it often has 8 to 10 flowers at one time. The color is a deep 
bluish purple. 


29. ISABELLE PRING. A new hybrid; it has fragrant, well shaped, 
pure white flowers. It is very similar to the Mrs. Geo. H. Pring 
except that the flowers are more double. 


22. MIDNIGHT. The first double-flowering annual water-lily. All 


of its stamens are replaced by petals creating a dark blue Autumn Shades 
rosette in the center of the flower. The color of the flower is 
dark violet, and it is very free flowering. 30. TALISMAN. Because of its color combination of yellow suffused 


and overlaid with pink, this lily acquired its name from the 
Pink Col famous Talisman rose. As the flowers age they become a deeper 
in oLors shade of color. The flower is large, fragrant, and star shaped. 


S 

23. PINK PERFECTION. This lily has beautifully colored pads of 31. GOLDEN WEST. An outstanding hybrid with maroon speckled 
reddish brown and green. The color of the fragrant flower is pads. The beautiful, peach pink flowers change to a lovely 
deep pink, and it has numerous yellow stamens tipped with - apricot pink as the flower grows older. The flowers are fra- 
pink. This plant is medium sized and free flowering. grant and freely produced. 


The following are excerpts from letters from our customers: 
FROM WATERBURY, CONN. 


“Last year my son visited your gardens and purchased plants and supplies you sent me. I also appreciated the very courteous letter you 
fish for my pool and which were the finest stock I have ever received sent me. In war times with the general shortage of every kind of help 
anywhere. This spring I hope to pay you a visit and make my purchase including clerical it is a pleasant experience to receive such a prompt 


and courteous business reply. I would like to deal with you regularly 


at the gardens.” c ¢ 
in future.’ 


FROM WEST POINT, NEW YORK. 


We were highly pleased with the tropical water lilies you supplied FROM SCARSDALE, NEW YORK. _ pt 

last year for the Superintendent’s Garden at the Military Academy. So “The lilies came today, July 5, in excellent condition. Many thanks 
much so that we want more this year.” for packing them so carefully.” 
FROM BABYLON, NEW YORK. FROM BALDWINSVILLE, NEW YORK. , 

“Today I received the pool collection ordered from you. Everything “Thank you for the fine Lotus collection, beautiful roots all of them, 
was in excellent condition and I thank you for your prompt response.” and unless they freeze am sure they will grow.” 
FROM ATLANTA, GEORGIA. FROM MANCHESTER, NEW HAMPSHIRE. 

“TI received a small order from you that you shipped me on July 9th ; “My order arrived in good condition and I was very pleased with 
and was very pleased with the excellent condition and quality of the it. Want to thank you for it. 
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NIGHT BLOOMING ANNUALS 


These lilies are fast becoming more and more popular, and there is a good reason for this. There is nothing 
nicer than to have some lilies blooming in the evening when the other lilies have gone to sleep. Perennial and 
annual day blooming lilies close their flowers in the afternoon which leaves your pool without flowers when 
all the family is at home and friends come visiting. However, night bloomers open early in the evening and 
stay open until 10 or 11 o'clock the next morning. 

All of the night bloomers are large plants with flowers 8 to 12 inches in diameter and with very large pads. 


White Color Red Colors Pink Colors 
32. JUNO. This lily has large flowers, 34.H. C. HAARSTICK. If you favor red flowers this 36. MRS. GEORGE C. HITCHCOCK. A 
8 to 12 inches in diameter, with saf- new night bloomer shall please you. The blooms new hybrid with rose pink flowers. 
fron yellow stamens. are large, well-shaped, and brilliant red. They 


37.STURTEVANT. An exceedingly 
beautiful night bloomer with large, 
bright pink flowers and bronze- 


: will contrast beautifully with other flowers. The 
33 MISSOURI Re or lprar tae on: pads are dark red or copper-colored and are con- 
spicuously different than the other foliage in your green foliage. A hot summer is re- 


pool: quired to bring it to its greatest 
35. EMILY GRANT HUTCHINGS. This lily has very perfection. 


large, cup-shaped, amaranth red flowers. It has 
smaller pads as compared with the pads of other 
night bloomers. The pads are a brownish green 
color. 


SACRED LOTUS OR NELUMBIUMS 
(Perennials) 


Nelumbiums or Sacred Lotus are one of the most interesting plants in the vegetable kingdom. They are natives 
of India, and from there they were brought to Egypt. The Egyptians held them sacred and first cultivated them 
around their places of worship some four thousand years ago. 

The Lotus bear their beautiful, large flowers on tall stems from three to eight feet in height. The stately, 
silvery bluish green leaves of this plant are often two feet in diameter. The grand foliage, aside from the plant's 
magnificent flowers, well repays one for growing Lotus. 

Lotus should not be planted in soil containers which are smaller than 18"x18"x12" deep. They can be 
successfully grown in pools as small as a half barrel if the bottom is filled with about ten inches of soil. 


double, pure white flower of dis- 
tinctive appearance. The enormous 
pads have fluted margins. 


38. EGYPTIAN LOTUS (Nelumbium speciosum). This flower of the 40. DOUBLE FLOWERING ROSE LOTUS (Nelumbium roseum ple- 
Egyptians is a deep rose color on first opening; as the flower num). The flowers of this plant are very double, of a deep rose 
gets older it becomes paler. It has a strange, delicate perfume, pink color, and are borne on strong stems well above the foliage. 
and it is very hardy and free flowering. It is also very free in growth and bloom. 

39. ASIATIC LOTUS (Album grandiflorum). The best white Lotus. It 41. AMERICAN LOTUS (Nelumbium lutea). This plant is known also 
has very large, deep green leaves. The flowers are a gorgeous, as Water Chinquapin. It has beautiful, large, yellow flowers. 


pure white with a delicate oriental fragrance. 


SHALLOW WATER PLANTS FLOATING AQUATIC PLANTS 


(Annuals) (Annuals) 

42. WATER SNOWFLAKE (Nymphoides indicum). It is a small, lily- 46. WATER HYACINTH (Eichhornia crassipes). It is an interesting, 
like plant with light green, detachable leaves. The flowers are showy, floating plant. The orchid-like flowers are borne on a 
white with yellow centers. The petals are completely covered spike (like the true Hyacinth), and they are a lavender color 
with a white beard which gives the effect of a giant snowflake. with a large blotch of deep blue and with a yellow spot on the 
The flowers come in clusters at the junction of the leaf and the upper lobe. The long, bushy roots are excellent for receiving 
petiole. It should be planted in soil and in.a water depth of no the spawn of goldfish. The roots also provide cover and a hiding 
more than 8 inches. place for baby goldfish and protects them from their canni- 

43. WATERPOPPY (Hydrocleis nymphoides). A beautiful, little, yel- balistic parents. The flowers are produced freely if the roots 
low flower, about 2 inches in diameter, on stems that rise above are allowed to anchor in soil. 
the water. The thick, floating leaves are broad, oval, and a 47. WATER LETTUCE or SHELL FLOWER (Pistia stratiotes). A pretty, 
waxy, deep green color. It will flower profusely all summer, rosette-like plant with blue green, velvety, fluted leaves. It ccs 
and it does well in a small tub or pool. It should be planted the well in shady places and in shallow water with soil underneath. 
same as the Water Snowflake. 48. AZOLLA (Azolla caroliniana). Small, green plants which turn 

44,PURPLE WATER HYACINTH (Eichhornia azurea), A creeping to brown red under strong sun. 

lant without the inflated stems of the ordinary Hyacinth. The : j 
Aoweee are a beautiful shade of lavender blue. It should be a. panera aoe spohampertt Cote eed aire ao bie 
planted in rich soil with only a few inches of water above it. flak fortieod. : Y much appreciated by gold- 

45. PARROT FEATHER (Myriophyllum proserpinacoides), A strong, 


50. SALVINIA (Salvinia braziliensis). Small, soft green leaves with 


tiny hairs on the top of them. They grow in attractive chain 
formations. 


rampant grower with light green, feathery leaves. This creeping 
plant may be put to many uses. If planted in a fountain or in a 
hanging, watertight basket it will soon grow over the edges 
in the form of long, trailing stems. It is very pretty when 
planted between Waterpoppies or other shallow water plants. nt A G3 ke 

It is also very effective for hiding the pots or planting boxes of 

the shallow water plants. It may be clipped back if it should 

later crowd the other plants. SEE ORDER SHEET FOR PRICES 
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BOG PLANTS—ANNUAL AND PERENNIAL 


Bog plants are very useful for obtaining that much desired natural effect in your pool. In formal pools plant 
them in the corners or in the center; in informal or natural pools plant them in clumps along the water's edge 
with the tall growing plants in the background and the low growing plants in the foreground. For your 
convenience in selecting them, we are listing them as Annuals and Perennials; however, for best results a 
combination of the two should be used. You will find that the Annuals are more showy than the Perennials. 


HOW TO PLANT BOG PLANTS. All annual bog plants should be planted in only wet soil, or no more than one 
inch of water above the soil. This is also the best way to plant the perennials; although Arrowhead, Cattails, and 
Pickerel Rush will tolerate water up to 6 inches deep. 


ANNUAL VARIETIES 


51, IMPERIAL TARO (Colocasia antiquorum illustris). This plant has 
leaves, resembling elephant ears, on stems from 3 to 4 feet 
high. They are a velvety green with blotches of dark brown 
and violet black. It is very effective as a centerpiece in a small 
pool. It also becomes a very satisfactory house plant during 
the winter by placing it in a jardiniere. 


52. UMBRELLA PALM (Cyperus alternifolius), These miniature 
palms are our best sellers in bog plants. They, too, make attrac- 
tive house plants if they are treated the same as the Taro. 


53. PRIMROSE WILLOW (Jussiaea longifolia). It has bright yellow 
flowers profusely borne in the axils of the leaves. These plants 
grow erect, 2 to 3 feet high, with atiractive, narrow foliage. 


54. EGYPTIAN PAPER PLANT (Cyperus papyrus). This plant has 
tufts of long, thread-like leaves growing on triangular stalks 
which are 5 to 8 feet high. It requires rich soil and shallow 
water or moist ground. It is ideal for background planting. 


PERENNIAL VARIETIES 


55. GIANT ARROWHEAD (Sagittaria sagittifolia). Beautiful, arrow- 
shaped leaves growing on stems which are from 1 to 3 feet 
high. It flowers freely in a series of white spikes. 


56. DOUBLE-FLOWERING ARROWHEAD (Sagittaria japonica flore- 
pleno). The same as the above, except that it develops a spike 
of beautiful, double-petaled flowers. 


57. BOGBEAN (Menganthes trifoliata). A low growing plant-with 
glossy, trifoliate leaves. It bears fragrant, white flowers fringed 
with pink and with a beard on each petal. 


58. COMMON CATTAIL (Typha latifolia). A favorite, native swamp 
plant; it is easy to grow and it is ornamental. 


59. GRACEFUL CATTAIL (Typha angustifolia). This variety bears 
its dark brown flower spikes (cattails), on tall, graceful stems. 


60. CARDINAL FLOWER (Lobelia cardinalis). A very attractive, 
native plant with spikes of fiery red flowers. It is very effective 
when planted in clumps along the edges of natural pools. 


61. BLUE FLAG (Iris versicolor). A very attractive, sword-leaved 
plant which has blue flowers. 


62. SWEET FLAG (Acorus calamus var.) Green and white striped, 
saber-like leaves which grow about 2 feet high. 


63. YELLOW FLAG (Iris pseudacorus). This plant is the same as the 
Blue Flag except that the color of the flower is yellow, and it is 
taller growing. 

64, FLOATING HEART (Nymphoides peltatum). It has pads like a 
water-lily, and its flowers are small and bright yellow. It grows 
in 2 to 12 inches of water. It should not be planted in the same 
containers with the water-lilies or in pools with natural soil 
bottoms because of its rapid growth. 

65. FORGET-ME-NOT (Myosotis scorpioides). Everybody knows this 
old favorite of moist places. It has small clusters of sky blue 
flowers which have a yellow eye; it is in bloom from spring 
until fall. ' 

66. LOOSESTRIFE (Lythrum roseum superbum). Late in the summer 
it breaks out in a mass of rose-colored flowers on spikes. The 
flowers are on stems which are up to 4 feet high. 


67. PICKEREL RUSH (Pontederia cordata). A useful plant for the 

shallow water along the edge of the pool. It has arrow-shaped 

- leaves which are about 2 feet high. The flowers are blue and 
are borne on close set spikes. 


68. WATER CANNA (Thalia dealbata). It has broad, cannalike, 
glauxous leaves, 3 feet high, with panicles of purplish flowers 
on long stems. 


OXYGENATING PLANTS 


The value of oxygenating plants is usually underestimated by most people. These underwater plants are 
absolutely necessary if you expect to keep your water pure and crystal clear. They also provide a much 
needed shelter and protection for baby goldfish. 

In their growing process they absorb impurities from the water, and in return for this they give off oxygen. 
This action clarifies the water and prevents the water from turning green. 


HOW TO PLANT OXYGENATING PLANTS. The first four varieties listed below grow without planting; however all will 
do better if rooted in soil, in shallow water, or planted in containers with soil and sand. They should not be planted in 
the same containers with the water-lilies but in separate, small boxes or 5 or 6 inch flower pots and placed between 
the lilies. Place a little soil in these boxes or pots and top it off with sand. The sand prevents the muddying of the water. 
Do not attempt to shove the tender stems of the oxygenating plants into dry soil and sand, but place the container in 
water for a few minutes to soften the soil. One 5 inch pot will accommodate 3 bunches of plants. 


rose colored underneath. 
73. VALLISNERIA. A plant with long, ribbon-like leaves. 


74.SAGITTARIA SINENSIS. This plant has broad, dark green 
leaves. 


75. SPATTERDOCK. It has very broad, light green leaves. 


69. ANACHARIS. A fast growing plant with dark green foliage. 
70. CABOMBA. A very pretty plant with fan-like, green leaves. 


71. MILFOIL (Myriophyllum). Very useful for spawning goldfish; 
it has needle-like leaves in bushy formation. 


72. LUDWIGIA. It has round leaves which are green above and 


SEE ORDER SHEET FOR PRICES 
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POOL SCAVENGERS 


Scavengers perform a definite service in the pool. The snails eat algae and green scum; the tadpoles devour 
decayed matter; and the clams or fresh water mussels act as continuous filters to keep the water clear. 


76. LIVEBEARING TRAPDOOR SNAILS (Vivaparus malleatus). A 
large, hardy snail which bears live young and eats algae and 
green scum, keeping the water clear. One of the best scavengers 
for the pool. 

77. CORAL or RED RAMSHORN SNAILS (Planorbis rubrum). They 
are useful in aquariums as well as in pools and are very orna- 
mental because of their red color. 

78. BLACK SNAILS (Planorbis cornens). The same as the Red Snail 
except that the body and shell are black. A good scavenger and 
very prolific. 

-MELANTHO SNAILS (Melanopsis graellsi.) They have spiral 
shells like the ‘Horn of Plenty.’ They are very active and very 
hardy. 


7 


wo 


80. CLAMS or FRESH WATER MUSSELS. They are of great value in 
clearing up green water. A microscope will show that green 
water is minute bodies of algae. Mussels live by filtering great 
quantities of the green water and retaining the algae as food. 
They operate best in a few inches of soil or sand on the bottom 
of pool where they partly bury themselves. 


81. AMERICAN SALAMANDERS. These are harmless and interest- 
ing little fellows. Their back is a golden brown with red lines, 
and underneath they are brown with yellow spots. They feed on 
pond insects. 

82. TADPOLES. They are frogs in the larvae stage, and they are 
very active in devouring algae and decayed matter. 


ORNAMENTAL FISH FOR POOLS AND AQUARIUMS 


A water garden is always beautiful and picturesque, but when you add colored goldfish, then your pool 


becomes the most alluring spot in your garden. 


Aside from their ornamental value they are of great use for the extermination of mosquito larvae. They 
are also useful for eating the decayed leaves of the water plants. 

All of our goldfish are in perfect health and in good condition. Fish which are sold for pool purposes have 
been bred and raised outdoors. All of the goldfish listed below except the Fantails and Black Moors may be 


left outdoors during the winter. 


VERY IMPORTANT—PLEASE READ. The reason for the loss of 
fish, whether they are shipped by express or taken home from our 
place personally, is in most cases because of improper handling 
upon arrival. Even after the fish have been in the pool for several 
weeks, their loss may be traced back to the aforesaid cause. 

There are two important steps to be taken for the proper handling 
of fish and plants. First—The pool should be filled with water for 
at least three days before introducing the fish and plants. Second— 
The fish should be taken out of the container in which they are 
received and placed in the pool immediately after they arrive. 


During transit in crowded cans or containers the fish will use up 
all of the oxygen content of the water; therefore immediate transfer 
of the fish into a body of water with full oxygen content is abso- 
lutely necessary. 

Slight injuries or bruises are often unavoidable when fish are 
transported in cans or containers. This may make the fish easy prey 
for various fish diseases—especially fungus. To be prepared for 
such an emergency we recommend that you have on hand a bottle 
of our Argucide (see below). 


Caution, for Newly Constructed Concrete Pools the above mentioned 3 day old water does not apply. A newly constructed 
pool should be seasoned or cured by draining and refilling the pool at least five times for a period of two weeks. 
This seasoning or curing may be accomplished in a period of three to four days by the use of strong vinegar — 1 quart to 
100 gallons of pool water. After four days drain, clean thoroughly, and refill, allowing the water to stand for 3 days 


before introducing the fish and plants. 


83. SELECTED GOLDFISH. A fine strain of lively, brilliantly colored 
fish with beautiful markings of black, red, and silver. These 
fish are the best for mosquito larvae extermination. We wish 
to call your attention to the fact that 6 small fish eat more 
mosquito larvae than 1 large fish costing the same as the small 
fish. 

84. SELECTED COMET TAIL GOLDFISH. These fish are similar in 
color to the Selected Goldfish, but they have longer and more 
graceful tails and fins. 

Both of the above mentioned goldfish come in sizes of from 
2 to 7 inches. 

85. GIANT GOLDFISH. They are 8 to 10 inches long, and they have 
well developed fins and beautiful coloring. (Not suitable for 
aquariums or small pools.) 


86. CALICO FISH or SHUBUNKINS. The name Shubunkin means 
Autumn Brocade. These fish have all of the colors of autumn 


POOL PAINT 


91. DENSO SUB AQUA PAINT (The Underwater Concrete Enamel). 
This is a specially formulated, non-poisonous coating for use in 
aquariums, or lily pools, or swimming pools, or any concrete 
surface which is constantly under water. It greatly enhances 
the beauty of the pool by taking away the drab appearance of 
unpainted concrete. It will also stop minor leaks, It is furnished 
in a beautiful shade of sky blue. 


foliage—red, gold, black, brown, lavender, white, and blue. 
The last named is the predominating color. They are hardy and 
active. 

87. TELESCOPE MOORS (Black). These unique and exotic fish are a 
dense velvety black color which contrasts vividly among the 
red, gold, and silver colored fish. 

88. FANTAILS. A beautiful variety with black and silver markings 
on red gold bodies. The tail is double and is spread like a fan. 


89. CALICO FANTAILS. These fish are marked like Shubunkins, 
but they have double, fan-like tails and short bodies. 
Please note: The different sizes, with the prices, of all the fish 
listed on this page may be found on the order sheet. 


$0. GOLDFISH FOOD. Our outdoor goldfish food will help bring 
brighter coloration to your fish. It is pleasant to the fishes’ taste 
as is evidenced by the eagerness with which they look forward 
to their daily feeding. 


FISH REMEDY 


$2. ARGUCIDE. The safe and low cost remedy for killing fish lice 
and other harmful parasites which attack goldfish in pools or 
tanks. It also destroys algae, helps to keep the water clear, and 
keeps the goldfish healthy. Complete directions with each 
package. It is packed in 2-o0z. and 4¥2-0z. jars, sufficient to treat 
1250 or 3000 gallons of water. 


SEE ORDER SHEET FOR PRICES 


JOSEPH LINGG AQUATIC GARDENS, INC. ¢ ARDSLEY, N. Y. 


HOW TO BUILD A LILY POOL 


For those of you who are planning to build a pool in your garden, we offer the following useful advice and 
information as to the construction and location and other details necessary for the construction of a pool. 


SHAPE OF THE POOL. This is largely determined by the layout and 
size of your garden. 


Formal pools, which are usually either round, or square, or of 
some symmetrical design, require a formal setting. 


Informal pools are irregular in shape so as to fit the surrounding 
terrain. The informal pool is much more popular than the formal 
pool because, as with the informal garden, it gives you more 
freedom of action, and more expression of individuality, and it 
gives you the delight of creating naturalistic effects. 


SIZE OF THE POOL. The smallest pool is better than no pool at all. 
Water-lilies and other aquatics may be grown in a pool only 
2 feet in diameter, but, as the cost of stocking even a large pool 
is small, we advise you to make your pool as large as your 
garden permits it to be. Also, as the pool is bound to be the 
show place of your garden, you will find the limitations of a 
small pool very annoying. We have heard many customers 
complain about their pool being too small, but never yet has one 
said that his pool was too large. 


LOCATION OF THE POOL. Regardless of the size or shape of your 
pool, be sure, for best results in growing water-lilies, to place it 
where it will receive full sunlight. 

Formal pools are usually out in the center of the lawn where 
they are a part of the general design of the formal garden. 
There are many places in the informal garden where an 
informal pool may be placed such as: The low part of the rock 
garden where they make a wonderful addition to the natural 
setting of the rock garden. Any low part or far end of your 
garden. 


DEPTH OF THE POOL. Two feet is sufficient depth for any size pool 
where the lilies or other aquatics are planted in soil containers. 
For small pools, where it is practicable to cover the bottom of 
the pool with soil instead of using soil containers, a depth of 
from 12 to 18 inches is sufficient. (A pool 2 by 3 feet is con- 
sidered a small pool.) 


CONSTRUCTION OF THE POOL. To build concrete pools with 
straight sides it is necessary to construct a form. The walls of a 
straight sided pool should be at least 6 inches at the top widen- 
ing to 8 inches at the bottom. The bottom of the pool need be 
only 6 inches thick. The sides and bottom should be reinforced 
with iron rods or fairly heavy hog wire netting. For best results 
the concrete mixture for the bottom and sides should be poured 
on the same day. Although it is not impossible to construct pools 
which require forms without technical knowledge, it is advisable 
to let a mason contractor construct pools of this type. 


A pool with sloping sides does not require forms, and it can be 
easily built without any help from a professional. First, lay out 
a garden hose on the ground where you expect to build your 
pool. Shape and form this hose to the size and shape of the 
expected pool. This makes it easier for you to visualize the size 
and shape of the pool after it is completed. Next, excavate the 
soil 6 inches deeper and 6 inches wider than the actual size of 
the pool. The extra 6 inches is to allow for the concrete. Do not 
make the sides too straight; otherwise you will have difficulty 
retaining the concrete mixture when you pour it. It is important 
to dig carefully so that there will be no loose dirt in the exca- 
vation when you are finished digging. Any loose soil on the 
bottom of the excavation will have to be leveled out and 
tamped down. The sides and bottom should be smooth for best 
results in laying the concrete. When excavating, consider the 
manner in which the concrete side walls flare out on the top 
(see figure 1, page 8), so that soil or rocks may be placed on 
top of the concrete walls to hide them from view. 


Do not attempt to incorporate any rocks or large stones, which 
may be jutting out of the ground, into the concrete of the sides 
or bottom; if this is done it will invariably cause leaks. If you 
wish to have rocks in your pool, for soil pockets or ornamental 
effect, lay them after you have poured the concrete. 


It is best to have all of your reinforcing material ready before 
you start. Lay it out and shape it, and know just where you are 
going to put it before you mix the concrete. It is also best before 
mixing the concrete to plan and arrange things so that you 
may finish the whole operation in one day with one continuous 
pouring. The reason for this is that the pool will then be 
constructed as one unit without any joints. 


For a good mixture of concrete, we recommend 1 part of Port- 
land cement, 2 parts of sharp sand, and 3 parts of half inch 
crushed stones. Mix well with water into a rather stiff mixture. 
Apply about 3 inches of this mixture over the bottom and sides 
of the pool. After this, lay your reinforcing material on top of 
the concrete; be sure that it lays flat on the concrete. It is advis- 
able to bend heavy nails and drive them into the concrete to 
hold the reinforcing in place. Next, pour another 3 inches of 
concrete on top of this and level it out well. Do not attempt to 
smooth it; leave it rough. Allow this concrete to set for about 
one or two hours. Then, mix 2 parts of sifted sand and 1 part 
of cement with water; apply this mixture about % to % inch 
thick over the concrete and trowel it out to a smooth finish. 
Before applying this finish, insert a few spikes 3 inches into the 
concrete to serve as anchors for the rocks of intended soil 
pockets. (See figure 1, page 8.) 


DRAIN OF THE POOL. The drains in straight-sided pools may be 


located at one end or in the corner. In pools with sloping sides 
the drain may be in any convenient place at the bottom. In 
either type pool always slope the bottom towards the drain. 
If the drain pipe leading away from the pool should be longer 
than a few yards it is advisable to lead the 1% inch metal pipe 
into a 3 or 4 inch tile pipe which shall prevent the pipe from 
clogging when draining the pool. However, drainage systems 
may be easily dispensed with as you seldom drain your pool 
more than once a year. It is simple to drain a pool which does 
not have a built-in drainage system. To do this, fill a garden 
hose with water; plug both ends tightly with a cork, or a 
nozzle, or any other suitable plug; drop one end into the pool; 
place the other end at some point lower than the bottom of the 
pool and remove the plugs. This will start a syphon which will 
drain the pool. 


FINISHING THE POOL AROUND THE TOP. Bog and Shallow water 


plants are very desirable for natural and artistic effects. These 
plants should not be planted in water as deep as the lilies are 
planted in; therefore pockets should be built near the surface 
of the water to accommodate them. (See figure 1, page 8.) These 
pockets may be made out of rocks to hold soil for the bog plants 
or, as we show in figure 1, page 8, may be made so that a 
flower pot with soil may be set into them. To build these 
pockets use flat rocks, For the bottom rock use a rather wedge 
shaped one. Use the previously mentioned spikes which had 
been placed in the pool when it was being built as anchors 
for these rocks. Use mortar to bind and hold the rocks and to 
cover the spikes with. 


Place some rocks around the very top edge of the pool; or let 
the lawn come right up to the water's edge. (See figure 1, 
page 8.) Plant Forget-Me-Nots where the soil meets the water. 
All of the above mentioned work of finishing the pool around the 
top should not be done on the same day as the concrete is 
poured; however it should be planned for in advance of build- 
ing the pool. 


PREPARING THE NEWLY MADE CONCRETE POOL FOR 


PLANTING. Fill the pool with water as soon as the concrete is 
set; this is usually done about 24 hours after pouring. The first 
time you fill the pool, to prevent injury to the concrete finish, 
place a large piece of strong paper, or cardboard, or any other 
suitable cover on top of the concrete, and slowly run the water 
in on top of the cover. Change the water at least 5 times over a 
period of 2 weeks, or use vinegar as mentioned on page 6. 
Before filling the pool with water the last time, clean the whole 
pool by scrubbing and hosing down the concrete. 


SEE ORDER SHEET FOR PRICES 


JOSEPH LINGG AQUATIC GARDENS, INC. ¢ ARDSLEY, N. Y. 
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HOW TO BE SUCCESSFUL WITH A WATER GARDEN 


PREPARATION FOR PLANTING. Fill the shallow water and bog 


plant pockets and the water-lily tubs with soil topped off with 
one inch of sand, and place the tubs at their proper levels in the 
pool. Next, fill the pool with water and let it stand 3 days before 
doing any planting. In small or shallow pools where it is not 
practicable to use soil containers place about 6 inches of soil, 
(or enough soil to allow for not more than 12 inches of water), 
over the whole bottom of the pool. Top off the soil with 1 inch of 
clean sand. Place a large piece of strong paper, or cardboard, or 
any other suitable cover on top of the sand and slowly run the 
water in on top of the cover. Take this precaution so as not to 
stir up the sand and soil on the bottom of the pool. 


SOIL AND FERTILIZERS. Mix 3 parts of good, heavy, clayey top soil 


(sod preferable), with 1 part of rotten cow manure. Dry cow 
manure, also known as shredded or pulverized manure, obtain- 
able in any hardware, seed, or garden supply store, may be 
used if wet manure is not obtainable. Add 1 pint of Bonemeal 
to a bushel of soil of the above mixture. Better results may be 
obtained if the above mixture is composted from 3 to 12 months 
before using it; however, for best results, fresh cow manure 
should be used in composting. When composting, and cow 
manure is not available, dry manure, or horse manure, or any 
other manure may be used. Never use swamp muck, soil from 
woods, peatmoss, or sand as a substitute for soil or fertilizer. 


SIZE AND SPACING OF SOIL CONTAINERS. Medium or small 


water-lilies will grow satisfactorily in wooden buckets which 
are 10 to 12 inches in diameter and 10 to 12 inches deep. Large 
water-lilies (annual or perennial), should have at least 1 bushel 
of soil (or a box at least 18”x18'’x12"" deep), for best results. 
Perennial lilies should be planted at least 3 feet apart; annuals 
should be planted 4 to 5 feet apart. 


WATER DEPTH FOR LILIES. Water-lilies in natural pools may be 


planted in a water depth up to 24 inches, but if they are planted 
in containers, in artificial pools we recommend a water depth 
of no more than 12 inches from the top of the container to the 
top of the water. Neither in natural nor in artificial pools should 
water-lilies be planted in less than 6 inches of water. For best 
results with young plants, especially with lotus, we recommend 
only 6 inches of water for the beginning and then lowering the 
soil container to a depth of no more than 12 inches—8 inches 
being a preferable depth—as the plants become well estab- 
lished 


HOW TO PLANT. You are not ready to start planting unless all of 


your boxes and pockets are filled with soil topped off with 
1 inch of sand and the water has been in your pool for at least 
three days. All water-lilies (especially annuals), and aquatic 
plants should be planted immediately after unwrapping them 
because they will spoil if left to dry. (Caution: If the aforesaid 
plants cannot be planted immediately upon unwrapping they 
should be completely submerged in water until they can be 
planted.) 


To plant the lilies and other aquatics just press the roots or 
(in the case of plants with a ball of soil), the ball of soil into 
the, by now, soft sand and soil. Do not bury too deep in the soil. 
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Be sure that the crown of the plant is just above the sand. The 
crown of the plant is that part of the plant where the stems of 
the leaves and the roots meet. 


The banana-like roots of the Lotus should be handled very 
gently so as not to break the brittle growing points. Press the 
Lotus roots, horizontally, 2 inches into the soil. 


WHEN TO PLANT. Perennial lilies and perennial bog plants may 
be planted early in the spring but not before the water has 
warmed up sufficiently to encourage immediate new growth. 
This date is usually around the latter part of April in the latitude 
of New York State. After May 1, is the time to plant Lotus and 
Oxygenating Plants; this is also the time to stock your pool with 
goldfish and scavengers. All the other plants listed in this book, 
including annual water-lilies, should not be planted before 
June 1. Often customers become impatient with our reluctance 
to sell annual water-lilies before June 1. The reason for our 
reluctance is: not because the lilies are not ready. Just the 
contrary is true because by the end of May these lilies are 
already quite large, and providing room for all of them in our 
greenhouses becomes a problem. However, our many years of 
experience have shown us that the customer who waits even 
longer than June 1, the date we suggest, before planting annuals 
outdoors is usually far ahead of the customer who takes these 
lilies away before June 1, against our advice. 


CARE OF POOL DURING SUMMER. For luxuriant growth of bog 
plants and water-lilies, especially annuals, feed every two 
weeks starting four weeks after planting by inserting 2 table- 
spoonfuls of Vigoro, Bonemeal, or Bloodmeal wrapped in cheese- 
cloth into the soil near the roots. Although not necessary for the 
growth of the lilies, but for the appearance of the pool, pick off 
the old leaves and flowers of the plants. Keep an eye on ram- 
pant growers such as Hyacinths, Parrot Feather, and Anacharis 
so that they do not crowd slower growing plants. Once a week 
spray your pool with water, using a garden hose, to keep in 
check small black aphids which sometimes during dry summers 
infest the leaves and stems of plants which grow above the 
water. If aphids persist, in spite of the water spraying, spray 
with Red Arrow. This spray is harmless to the fish if the direc- 
tions on the bottle are followed. 


WINTER CARE OF POOLS, FISH, AND PLANTS. For winter care 
of Goldfish, Lotus, Perennial Lilies, and Bog Plants leave the 
water in the pool, and cover the pool with boards with leaves 
or straw heaped on top of them to prevent the water from 
freezing. If it is not possible to leave the water in the pool, 
remove the plants with their soil receptacles and bury them in 
the ground below the frost line (18 to 24 inches underground). 
Or place them in any cool place which is free from frost such 
as the cellar. If you are going to store them in a place such as 
the cellar, be sure to keep them moist so as to prevent dry rot. 
If the plants are planted in soil on the bottom of the pool, 
cover the soil and plants with manure, leaves, or straw to 
prevent freezing of the roots. If the fish are brought indoors in 
the fall be sure to provide large enough aquariums for them. 
Many more fish are killed every fall by crowding indoors than 
by freezing outdoors under the ice. 
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(Only if different from Post Office) 


HOW AND WHEN WE SHIP: All the items listed on this sheet are shipped during plant- 
ing time only (see catalog, page 8, WHEN TO PLANT), with the exception of fishfood, 
pool paint and Arqucide. 


MINIMUM MAIL ORDER: The smallest order accepted through the mail is $1.00. This 
applies to the entire price list. 


WE GUARANTEE all plants to be true to name, and we will replace free of charge any 
plant that fails to grow—if we are notified before July 1—the customer shall pay only for 
transportation charges. The aforesaid applies to annual lilies only if we are allowed to ship 
after June 1. ; 


WE ARE NOT LIABLE for any claims other than replacements nor are we liable for 
damage which occurs in transit. If a shipment from us is received in a damaged condition 
accept it and request a Bad Order Report (form 679) from the Express Agent. Fill out this 
report and send it to us, and we will replace the damaged goods as quickly as possible. It 
is absolutely necessary for us to have a properly filled out Bad Order Report if you wish a 
speedy replacement. On any replacements, the customer must pay the transportation charges. 


PLEASE ORDER EARLY, thereby making it possible for us to give you the best of service. 
PLEASE USE THIS ORDER SHEET: We have prepared this order sheet especially for 


your convenience, and we would appreciate it if you do not use your own stationery except 
in the case of letter writing. Please use this order sheet only for making out orders; use a 
separate sheet for all remarks and correspondence. To make out an order simply fill in the 
quantity in front of the catalog number, total price in dollars and cents at the end of the 
line, and the total amount in dollars and cents on the line marked Total Amount of Order. 
For a description of each item refer to its corresponding number in the catalog. 


Only items listed on this order sheet are available notwithstanding catalog. 
This price list cancels all previous price lists. 


TERMS: Cash with order. Please send Check, Express or Postal Money Order. We are 
unable to accept C.O.D. orders because of the perishable nature of aquatic plants in transit 
whereby possible delays in delivery will result in the loss of plants. 


PERENNIAL (Hardy) WATER LILIES 







































































Quan. Cat. , -Total 
Wanted No. DESCRIPTION Price Price 
1. Gloriosa Red $2.50 
2 Attraction Red 3.00 
3. James Brydon Red 2.50 
4 Gonnere Double White 2.50 
5 Gladstone White 2.00 
6 Marliac White White 175) 
7 Odorata Gigantea White 50 
8 Sumptuosa Pink Mall) 
9 Marliac Rose Pink : 2.00 
10 Rose Arey Pink 2 2.50 
11 Morning Glory Pink 2.50 
12 Chromatella Yellow 2.00 - 
13. Sunrise Yellow 3.20) 
14 Yellow Pigmy Yellow 1,00 
15 Paul Hariot—Changeable. Yellow to Orange ......... $2.75 
16 Comanche—Changeable. Yellow to Orange ........... 3.00 
17 Aurora——Changeable. Yellow to Orange ............. 1.50 
* JOANNE PRING — A new pink lily with small flowers 
(2”), and small pads (3”), suitable for tubs or small 
POOL SMEs stress os Rows  PeusitchlnS omens 3.00 
* COLLECTION No. P-2 — 1 Marliac Rose(pink)— 
1 Marliac White—1 Chromatella (yellow). 
dhese; three, Perennial /likies forionly-......0-..+ 006+ 4.25 
. * COLLECTION No. P-3 — 1 Gloriosa (red) — 1 Paul 
Hariot (orange pink)—1 Chromatella (yellow). 
These three Perennial lilies for only ............... 22) 
* COLLECTION No. P-4—1 Gloriosa (red)—-1 Marliac 
White—1 Blue Beauty. Two Perennial and one Annual 
al veaet OGM ONL ype ene Misery hoes. cle nie eke overs coustnweciecare aie aa Dez) 
* COLLECTION No. P-5—1 Gonnere (white)—1 James 
Brydon (red) — 1 Sunrise (yellow) — 1 Sumptuosa 
(pink)—1 Blue Beauty. Four Perennial and one An- 
TORU Ne Moye perth °5 bn oa ODEO SOUO Fere Gonahan 10.75 
* COLLECTION No. P-6 — 1 Marliac White — 1 Yellow 
Pigmy — 1 Aurora. 
These three Perennial lilies for only ............... 3.25 
Total 


— Shipping Instructions For The Above Items — 


The above items can be shipped by Parcel Post during the month of May. After June 1, 
hardy lilies are best shipped by express as they require a more elaborate packing because 
of their advanced growth. 

WE PAY THE POSTAGE on orders of $2.00 or more when shipped within a 
radius of 300 miles of New York City, until June 1. After June 1, hardy lilies are shipped 
Express Collect; however, a customer may request that shipment be made by Parcel Post 
provided he assures us that he will reimburse us for the postage. 


ANNUAL (Tropical) WATER LILIES 
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Wafited No. DESCRIPTION Price Price 
18 Blue Beauty Blue : $2.50 
20 Mrs. Edward Whitaker Pale Blue 2.75 
21 Director George T. Moore Purple 3.50 
23 Pink Perfection Pink 3.00 
24 General Pershing Pink Dei) 
25° Mrs. C. W. Ward Pink 2.50 
26 Castaliflora Pink 2.50 = 
28 Mrs. Geo. H. Pring White 2.50 
29 Isabelle Pring White 3.25 
31 Golden West Peach-pink 2.75 
* COLLECTION No.A-7)— 1 Blue Beauty-1. General 
Pershing (pink)—1 Isabelle Pring (white). These three 
Annual day blooming lilies for Onl yarns sate oe ees Tee) 





Pc OL LE CmIONsNowA: shan ePinls Perfection—1 Blue 
Beauty — 1 Golden West (peach-pink) — 1 Juno 
(white)—1 Haarstick (red). Five Annual lilies (three Day 















































and two Night bloomers), for OnLy acres she. ee 9.95 
* . COLORATA, a new, pale violet blue lily with small 
flowers and pads, suitable for tubs or small Pools Fctyerays $2.75 
NIGHT BLOOMING ANNUALS 
32 Juno White $2.25 
33 Missouri White 3.00 
34 H.C. Haarstick Red 2.25 
35 Emily Grant Hutchings Pink 2.75 
36 Mrs. George C. Hitchcock Pink 2.50 
hy 37 Sturtevant Pink IS MbY 
* COLLECTION No. A-9—1 Juno (white)—1 Haarstick 
(red)—1 Blue Beauty. Three Annual lilies (two Night 
and one Day bloomer) for Only is cee ea 5.95 
SACRED LOTUS O 
> OR NELUMBIUMS 
38 Egyptian Lotus Rast $2.50 
39 Asiatic Lotus rs White 7 2.50 
40 Double Flowering Rose Lotus Rose-pink 3.50 
41 American Lotus Yellow 2.50 
*) (COELECTIGN®S Now li 10se4 Perennial Lotus (one of 
each of thes above je for*only ae... ...0edt len Lane 8.75 
fa eC OLLEGTION, Nos loti teAsiatic (white )—1 Egyptian 
(pink) — 1 American (yellow). Three Perennial Lotus 
FOR SODL YS te (Oe vole tae nae Ne ere a 5.95 


— Shipping Instructions For The Above Items — 


Past experiences have shown that Express is the best and safest way to ship tropical lilies 
and lotus. 


All of the above items are shipped Express Collect. 
We will ship the above items by Parcel Post only at the request of the customer provided 
he assures us that he will reimburse us for the postage. 


SHALLOW WATER PLANTS 




















(Annuals) 

42 Water Snowflake 30c each—12 for $2.50 
43 Waterpoppy 20c each—12 for 1.50 
44 Purple Water Hyacinth =) 
45 Parrot Feather 20c each—12 for 1.75 
* COLLECTION NoxS.W.-12223 Waterpoppies—1 Snow- 

flake — 1 Purple Water Hyacinth — 1 Parrot Feather 

fOr only etter .cnntes tse Ghe nee ee ies t63 





* COLLECTION No. S.W.-13—4 Waterpoppies—3 Snow- 
aE Purple Water Hyacinths—2 Parrot Feather 
or only 


FLOATING AQUATIC PLANTS 





























(Annuals) 
46 Water Hyacinth 15c each—12 for $1.50 
: 47 Water Lettuce or Shell Flower 20c each—12 for 1.75 
48 Azolla : Per portion a)b 
49 Duckweed per portion 25 
50 Salvinia _ per portion 25) 
* COLLECTION No. F-14—3 Water Hyacinths—2 Shell 
Flowers—1 Portion each of Duckweed, Azolla, and 
parvinantor Only ~,.°.0s « «amide ae Oelt cct tiem. 1.25 
Total 


— Shipping Instructions For The Above Items — 


WE PAY THE POSTAGE on orders of $2.00 or more when shipped within a radius 
of 300 miles of New York City. On orders of less than $2.00 include 25¢ to cover postage. 


AY 3 1 1959 
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BOG PLANTS 


ANNUAL VARIETIES 

















Wasa Nee DESCRIPTION Price Pace 
51 Imperial Taro Seen 
52 Umbrella Palm . 0) 
53 Primrose Willow ab} 
54 Egyptian Paper Plant 3 a) 





* COLLECTION No. B-15—2 Umbrella Palms—1 Prim- 
rose Willow—2 Parrot Feather—for only 


PERENNIAL VARIETIES 
eee ate ee Seems er FT ee he 


55 Giant Arrowhead 20c each—12 for $2.00 















































56 Double-Flowering Arrowhead ‘each 1.00 
* 57 Bogbean 20c each—12 for 2.00 uiare 

58 Common Cattail 20c each—12 for 2.00 
ee 59 Graceful Cattail 25c each—12 for 2.50 os 
: 60 Cardinal Flower each $ .35 we 

61 Blue Flag 25c each—12 for 2.50 

62 Sweet Flag 25c each—12 for 2.50 

63 Yellow Flag 25c each—12 for 2.50 

64 Floating Heart ; 20c each—12 for 2.00 








65  Forget-Me-Not 25¢ each—12 for 2.50 














66 Loosestrife 35c each—12 for ~ 2.75 
67 Pickerel Rush 25¢ each—12 for 2.50 
68 Water Canna 1.00 


Ca PO 
* COLLECTION No. B-16—14 Perennial Bog Plants 
(one of each of the above listed Bog Plants) for only ...... 3.95 


* COLLECTION No. C.P.-17—One each of Umbrella 
Palm—Primrose Willow — Graceful Cattail — Arrow- 
head — Yellow and Blue Flag. A special Center Piece 
colle ctionmrorgonlymtoatiste aac «cite ote {nO 2 eR 








— Shipping Instructions For The Above Items — 


Past experiences have shown that Express is the best and safest way to ship bog plants. 
All the above items are shipped Express Collect. 


We will ship the above items by Parcel Post only at the request of the customer and at his 
own risk. For Parcel Post shipments please include 15% (minimum amount 20c) of the 


Total Amount for postage; excess postage refunded. 


OXYGENATING PLANTS 


15c each—12 for $1.50 
15c each—12 for 1.50 
15c each—12 for 1.50 
15c each—12 for 1.50 
12 or 50c—100 for 4.00 
15c each—12 for 1.50 





69 Anacharis 
70 Cabomba 
71 Milfoil 

72 Ludwigia 
73 Vallisneria 

















74 Sagittaria Sinensis 





COLLECTIONS OF OXYGENATING PLANTS 
* COLLECTION No. O-18—FOR SMALL POOL, ap- 





prox. 3 x 4 feet. 9 Plants (3 varieties) for only ..... ibe} 
COLLECTION No. O-19--FOR MEDIUM POOL, ap- 
prox. 5 x 7 feet. 20 Plants (4 varieties for only ..... 2.45 





* COLLECTION No. 0-20 — FOR MEDIUM LARGE 
POOLS, approx. 8 x 10 feet. 36 Plants (6 varieties) 
HOP OMS Gaede CS SIO OREO AE 6 6 Ciena cae 3.45 


* COLLECTION No. O-21—FOR LARGE POOLS, ap- 
prox. 10 x 15 feet. 60 Plants, made up of the best 
WatleteselistedeabOvestOL OMly Mer. -tis, sus 6 ersie 6.» ons icnenete 5.45 








POOL SCAVENGERS 





ORNAMENTAL FISH 
FOR POOLS 





Quan. Cat. Total 
Wanted No. Si DESCRIPTION Price Price 
————_—_+ 





83 Selected Goldfish 


Size: 2 to 3 inch 2 for $ .25—12 for $1.35 





Seeds ae eel 











3 to 4 inch 2 for $=.35——10 tore $ ley 5 

4 to § inch 2 for $ .60—12 for $3.00 _ - 
5 to 6 inch 2 for $1.00—12 for $5.00 a 
6 to 7 inch 2 for $1.25—12 for $6.50 cans 








84 Selected Comet Tails 


Size: 3 to 4 inch 2 for $ .40—12 for $2.00 














4 to § inch 2 for $1.00—12 for $5.00 
5 to 6 inch Detore $100 5-10 storesooo 5: 
6 to 7 inch 2 for $1.50—12 for $7.50 


85 Giant Goldfish 
Size: 7 to 8 inch 


8 to 10 inch 


86 Calico Shubunkins 
Size: 2 to 3 inch for $ .30—12 for $1.50 


2 

3 to 4 inch 2 for $ .50—12 for $2.50 
B, 
2) 


Each $1.00—12 for $10.00 
Each $1.50—12 for $15.00 














4 to 5 inch for $ .75—12 for $4.00 
6 to 7 inch for $1.25—12 for $6.25 


87 Telescope Moors (Black) 
Size: 1¥2 to 2 inch 








for $°.40—12 for $2.25 
































2 
2 to 3 inch 2 for $ .75—12 for $3.75 
3 to 4 inch 2 for $1.25—12 for $6.50 
4 to 5 inch 2 for $1.50—12' for $8.00 
88 Fantails 

Size: 14% to 2% inch 2 for $ .30—12 for $1.50 
2¥% to 3 inch 2efors$. D012 etoreg2 50) 
342 to 4 inch 2 for $ .75—12 for $4.00 

89 Calico Fantails 
Size: 1% to 2 inch 2 for $ .40—12 for $2.25 
2 to 3 inch 2tOte $1 51 Morsat yD 
3 to 4 inch 2 for-$1.25=12) for '$6:50 
4 to 5 inch 2 for $1.50—12 for $8.00 





* COLLECTION No. G-24—JUST RIGHT FOR» A 
SMALL POOL, 12 Fish — 2—2 inch fish of each 
variety, (except Cat. No, 85), listed above plus 
Scavenger Collection No. §-22—all for only ....... 3.35 

* COLLECTION No. G-25—18 Fish — 3—2 inch fish of 
each variety listed above except Cat. (No. 85)—all 








LoreiGnly wes corlesttes oes ee eee ee 2225 
* COLLECTION No. G-26—Same as Collection No. G-25 
exceptawith=alls3 inchs lieseueses sain eee ee ae75i 





* COLLECTION No. G-27=FOR SMALL POOL, 6— 
2 to 3 inch and 6—3 to 4 inch SELECTED GOLD- 
FISH, plus Scavenger Collection No. 8-22 — all 
forsonly>. stein ae eee ee ee 3220 
* COLLECTION No. G-28—FOR LARGE POOL. 12—6 
to 7 inch Comet Tails, plus 6—7 to 8 inch and 2—8 to 
10 inch Giant Goldfish, plus Scavenger Collection 
ING aS 7232——all for onl yaad nary  e re 17.90 
* COLLECTION No. C-29 — A COMBINATION OF 
COLLECTIONS FOR A LARGE POOL. Col.No. P-3 
—Col. No. C.P..17—Col. No. O-20—Col. No. G-28 


— tout collections all torsonlya in ee ae 27.95 











— Shipping Instructions For the Above Items — 
All of the above items are shipped Express Collect. 
Past experience has shown us that for safe arrival we can ship about $3.00 worth of Gold- 
fish in a 50c can during the months of May and June. This is for within a radius of 200 
to 300 miles from New York City. Therefore, when ordering Goldfish, please include ¥0c 
for the can with each $3.00 worth of fish you order. 





MISCELLANEOUS 


90 Goldfish Food in moisture-proof bags— 
12 oz. Package 50c each—3 for 1.40 


* BOOKS—Goldfish Varieties and Water Gardens 























by Wm. T. Innes 5.00 
91 Denso Sub Aqua Paint—1 Quart 1.65 " 
1 Gallon 5.50 <a 
92 Argucide (Fish Remedy)—2 oz. Size 1.00 sips 
pete: OZ mOiZe 1.50 Bate 
* — MICRO-SEAL—Excellent for sealing pool cracks, 
Si zal ba Package Sn cmatiisiet reteset AE Pepe 2.65 
In‘bulk)-50nlbSLots——persl bas eee a ntteeeeeenaeee .28 


SOIL CONTAINERS 
* Wooden Buckets — painted green, 10” High and 12” 











wide, suitable for small or medium sized lilies. Each 1.50 

76 Live-bearing Trapdoor Snails 6 for 55c—12 for $1.00 Planting boxes—made of Cypress, unpainted: 
* SMALL SNAILS—An assortment of Black, Red, and 12 inches square and 6 inches deep 135 
Melantho Snails 12 for .60 14 inches square and 4 inches deep 15 
80 Clams or Fresh Water Mussels 6 for 75c—12 for 1.40 Tatal 








81 American Salamanders 2 for 35c—12 for Lave 


82 Tadpoles 12 for othe 


* COLLECTION No. S-22—FOR SMALL POOLS—6 
Tadpoles — 6 Trapdoor Snails — 10 Assorted Small 
Snails—3 Clams—2 Salamanders—for only........ 1.85 


* COLLECTION No. S-23—FOR LARGE POOLS—18 
Tadpoles —24 Assorted Small Snails—24 Trapdoor 
Snails—12 Clams—4 Salamanders—for only ....... 4,90 














Total 





— Shipping Instructions For The Above Items — 


WE PAY THE POSTAGE on Oxygenating plants and on snails and clams on orders 
of $2.00 or more when shipped within a radius of 300 miles of New York City. On orders 


of less than $2.00 include 25c to cover postage. 
Tadpoles, Salamanders and the above collections (S-22 and S-23), are shipped Express 
Collect because they are shipped in cans of water which can not be shipped by Parcel Post. 


On orders of less than $2.00 please send 25c for can. 


Total: Amount of Order 


= Oa a ee eee nea Be eee 
The above boxes are specially designed, for shallow water and may be used for water 
lilies, oxygenating and bog plants; or they may be filled with sand for fresh water clams. 


WE PAY THE POSTAGE on fishfood, Argucide, and books on orders of $1.00 
or more when shipped within a radius of 300 miles of New York City. 

We do not pay the postage on paint, Micro-Seal or soil containers; therefore, please include 
20% of the cost of the item to cover postage. 








DO YOU KNOW SOME FOLKS WHO WOULD LIKE TO RECEIVE 
A COPY OF OUR CATALOGUE? 





JOSEPH LINGG AQUATIC GARDENS, Inc. © ARDSLEY, NEW YORK 





WATER LILIES AND AQUATICS 





Paul Hariot No. 15 





Mrs. George H. Pring No. 28 





Gonnere No. 4 Sunrise No. 13 





° SEE ORDER SHEET FOR PRICES ° 








JOSEPH LINGG AQUATIC GARDENS, Inc. »¢© ARDSLEY, NEW YORK 





WATER LILIES AND AQUATICS 





Purple Hyacinth No. 44 





Primrose Willow No. 53 





Water Poppy No. 43 





Water Hyacinth No. 46 





° SEE ORDER SHEET FOR PRICES 2 





Joseph Lingg Aquatic Gardens, Inc. 


ARDSLEY, NEW YORK 


